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WEORAMOUM TO: Acting Chief, DPD 1G AUG 196¢ 
SBIECT : Report of CORONA CPx 
2. COROMA Mission 9000 CPX was accomplished @cring 13, 24 and 
Pace sce et aiet 


15 July between Headquarters, 


: 2. The similated launch cocurred at 19002, 13 July 1960. ‘he 
' qmareize similated a three day orbit. The chjectives af the CPX vere 


(a) ‘Test adequacy of reports ecutrol mmal. 

Ce) ‘Test egpliextion of weether data to the COREA ! 
progres. i 

(e) Test egpliextion of grouni command eantro) of camere 





(4) Test avedishdiity anf timeliness of Gate nocesnsry 
eusreise Gesiredé ecntrel cover the camre. 


(e) Test best loestion (Waakingten, D.C. or Palo Alto) : 
te emereies canara contrel during Fiight. | 
| 
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» Accordance with E. O. 12958 
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7. It wee doteruined thet Washington, D.C. is the dest loostion 


te exercise coutrol over the camara cpertion exept exeept ag indicated ia 
Pare 6(b). - ; 

8 A repent CPX is tentatively echedmled in ecuneetion vith 
next CORONA launch (approximately 17 August 1960). 








